AMENDMENT NO. 2 MARCH 2016 
TO 
IS 410 : 1977 SPECIFICATION FOR COLD ROLLED 
BRASS SHEET, STRIP AND FOIL 


(Third Revision) 


(Page 5, clause 6.1, line 1) — Substitute ‘IS 3685 : 1966’ for 
‘IS: 3635-1966’. 
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